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To  the  Rural  District  Council. 


Mr.  Chairman,  Ladies  and  Gentlemen, 

I have  the  honour  to  present  my  Annual  Report  on 
the  Health,  Sanitary  Circumstances  and  Administration 
of  the  District,  together  with  the  vital  statistics  for  the 
year  1939,  in  accordance  with  the  Minister  of  Health’s 
circular. 

The  Report  is  arranged  in  six  sections,  and  the 
information  is  more  or  less  limited  to  a record  of 
alterations,  improvements  or  developments  which  have 
taken  place  during  the  year. 

The  Analysis  of  the  Vital  Statistics  indicate  an 
improvement  in  some  aspects  compared  with  the  pre- 
vious year. 

The  Birth  Rate  shows  an  increase  from  12.3  to  14.2 
whilst  the  Death  Rate  is  lower  at  12.8  compared  with 
13.5. 

There  was  no  serious  outbreak  of  Infectious  disease 
during  the  year  and  general  sickness  incidence  was  low. 
Two  deaths  from  Cancer  were  registered  as  compared 
with  six  during  the  previous  year. 

My  Annual  Report  would  be  incomplete  without 
reference  to  the  Casualty  Services  in  connection  with 
A.R.P.  A classified  statement  of  the  Services  has  there- 
for# been  included. 

The  improvement  in  the  existing  Public  Health 
Services,  together  with  the  many  new  associated  duties, 
especially  in  regard  to  Air  Raid  Precautions,  has  enor- 
mously increased  the  responsibilities  and  work  in  con- 
nection with  its  administration. 

I have  pleasure  in  acknowledging  the  kind  assistance 
and  courtesy  extended  to  me  by  my  professional  neigh- 
bours in  the  carrying  out  of  my  duties. 


In  conclusion  I wish  to  express  my  thanks  to  the 
'Chairman,  members  of  the  Council  and  Committees  for 
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their  kind  consideration  and  help  and  to  the  Officers  of 
the  Council  for  their  valuable  assistance. 

I have  the  honour  to  be, 

Mr.  Chairman,  Ladies  and  Gentlemen, 

Your  obedient  servant, 

T.  WALSH  TETLEY 
July  31st,  1940.  Medical  Officer  of  Health. 


THE  PUBLIC  HEALTH  OFFICERS  OF 
THE  AUTHORITY. 


(a) 

(b) 

(c) 

(d) 

(e) 


The  Medical  Officer  of  Health  (Part-time- 
Officer). 

The  Deputy  Medical  Officer  of  Health,  Dr.  J.. 
L.  Stuart,  B.A.,  M.B.,  Ch.  B.  (T.C.D.),  D.P.H., 
D.T.M.  and  Hy.  (Lond.). 

The  District  Medical  Officer  and  Vaccination 
Officer,  Dr.  I.  R.  G.  Galloway  (Part-time 
Officer). 

The  Sanitary  Inspector,  Mr.  Thomas  Russell 
(Whole-time  Officer). 

The  Analysts,  Messrs.  T.  Fairley  and  Partner, 
County  Analysts,  Leeds. 


SECTION  A. 

STATISTICS  AND  SOCIAL  CONDITIONS 
OF  THE  AREA, 


Area  of  Kirbymoorside  Rural  District,  46,111  acres. 

The  Registrar  General’s  estimate  of  resident 
population  for  the  mid-year  1939  is  4,837  for  calculation 
of  the  Birth  Rate,  and  4,907  for  calculation  of  Death 
Rate. 

The  number  of  inhabited  houses  at  the  end  of  1939’ 
according1  to  the  Rate  Books,  1,314. 

Sum  represented  by  a penny  rate,  £57/0/7. 

Rateable  value,  £14,075. 


Social  Conditions. 

Chiefly  agricultural  and  trades  associated  with  that 
industry. 
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VITAL  STATISTICS. 


Live  Births. 

Total. 

Male. 

Lemale 

Legitimate  

67 

33 

34 

Illegitimate  

3 

2 

1 

70  35  35 


Birth  Rate  per  1,000  Resident  Population 

14.2 

Still  Births. 

Total. 

Male. 

Lemale. 

Legitimate 

1 

0 

1 

Illegitimate 

0 

0 

0 

1 

0 

1 

Rate  per  1,000  total  live  and  still 

births  .... 

14.01 

Deaths. 

Total. 

Male. 

Lemale. 

63 

38 

25 

Rate  per  1,000 

Estimated  resident  population. ...12.8 

Deaths  from  puerperal  causes  (Headings  29  & 30  of  the 
Registrar  General’s  Short  List)  : — 

Deaths 


No.  29  Puerperal  Sepsis  1 

No.  30  Other  Puerperal  causes  1 
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Rate  per  1,000  total  live  and  still  births  27.3 

Infantile  Mortality. 

Eight  children  died  during  the  year  under  one  year 
of  age.  Seven  were  legitimate  and  1 illegitimate. 


Death  Rate  of  Infants  under  one  year  of  age  : — 

All  Infants  per  1,000  live  births  111.1 

Legitimate  Infants  per  1,000  Legitimate  live 

births  101.4 

Illegitimate  Infants  per  1,000  illegitimate  live 

births  .- 333.3 

Deaths  from  Cancer  (all  ages)  2 

Deaths  from  Measles  (all  ages)  nil 
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Deaths  from  Whooping  Cough  (all  ages)  nil 

Deaths  from  Diarrhoea  (under  two  years  of  age  nil 

Sixty-three  deaths  of  persons  were  registered  during 
the  year,  twenty-two  of  whom  died  from  heart  disease. 

A list  of  various  causes  of  death  appears  at  the  end 
of  the  report. 

SECTION  B. 

General  Provision  of  Health  Services  in  the  Area, 

There  were  no  developments  or  changes  during  the 
year  in  connection  with  the  laboratory  facilities,  ambu- 
lance services,  nursing  in  the  homes,  clinics  and  treat- 
ment centres  and  Hospitals,  both  public  and  voluntary. 
These  services  were  found  to  be  quite  satisfactory. 

The  Infant  Welfare  Centre  at  Kirbymoorside  holds 
one  session  each  month.  No  alterations  have  been 
made  in  the  service. 

SECTION  C. 

Sanitary  Circumstances  of  the  Area, 

( 1 ) W ater. 

Water  Supply  of  Kirbymoorside. 

On  April  4th  the  Council’s  Civil  Engineer,  D.  H. 
Moore,  Esq.,  B.Sc.,  A.M.  Inst.  C.E.,  acting  upon  your 
instructions  examined  the  system  and  carried  out  a 
number  of  tests  and  reported  fully  upon  the  supply  on 
May  24th,  1939.  He  discusses  the  Council’s  proposal 
of  the  3”  Loop  Main  and  expresses  his  reasons  for  stating 
that  the  proposed  loop  is  not  of  sufficient  size  to  do  more 
than  partially  relieve  the  trouble  and  therefore  would  be 
a waste  of  public  money,  as  in  the  near  future  a new 
main  would  have  to  be  provided  to  cope  with  the  maxi- 
mum demand.  He  further  states  that  from  his  exam- 
ination of  the  old  4”  main  he  finds  that  its  diameter  is 
reduced  to  approximately  3”  with  considerable  growth 
of  nodules  which  restricts  the  passage  of  water.  His 
report  states  that  by  the  construction  of  the  Loop  Main 
nothing  is  done  to  provide  for  the  future,  when  the  old 
original  4”  main  will  have  to  be  relaid.  In  addition,  the 
Loop  Main  would  fail  a hydrant  supply  for  the  Council’s 
new  Fire  Engine.  Under  these  circumstances  Mr. 
Moore  suggests  a revised  scheme.  He  recommends  the 
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Council  to  abandon  the  proposal  to  lay  a 3”  Loop  Main, 
and  in  place  of  it,  lay  a 6”  trunk  main  at  the  end  of  the 
existing  6”  main  near  Cockpit  Hall  to  a point  near  the 
Railway  Station  Entrance,  which  would  be  capable  of 
carrying  the  whole  of  the  water  required  for  peak  supply 
periods  and  for  fire  fighting  without  any  serious  fall  in 
pressure  at  any  point  in  its  length.  He  further  suggests 
sectionalising  the  existing  mains  which  with  suitable 
fittings  will  enable  serious  wastage  to  be  detected  and 
located. 

The  report  suggests  a 4 ” light  spun  main  be  laid 
from  the  inlet  main  to  the  new  reservoir  to  the  end  of 
the  6”  main  at  Cockpit  Hall  where  the  existing  4”  main 
should  be  disconnected  from  the  existing  6”  main  and 
connected  up  to  the  new  4 ” light  spun  main,  thereby 
giving  an  increased  pressure  of  about  70  feet  to  the 
supply  of  Cockpit  Hall,  High  Park  and  Low  Park  Farms. 

Mr.  Moore  estimates  the  cost  of  these  proposals  to 
be  £2,555/10/-. 

Nawton,  Skiplam  and  Wombleton  Supply. 

On  April  15th,  1939,  Messrs.  Fairbank  & Son,  Civil 
Engineers,  of  York,  were  instructed  by  the  Joint  Com- 
mitee  of  the  Helmsley  & Kirbymoorside  Rural  District 
Councils  to  bring  up  to  date  their  report  of  September 
22nd,  1937,  upon  the  Piethorne  water  supply  for  these 
villages  in  your  Council’s  Area  and  for  Beadlam,  Pockley 
and  Harome  in  the  Helmsley  Council’s  area,  taking  into 
consideration  the  effect  on  the  demand  for  water  due  to 
the  proposed  erection  of  the  new  school  at  Beadlam  by 
the  N.R.  County  Council. 

On  May  10th,  1939,  Messrs.  Fairbank  issued  their 
report  which  described  the  general  lay-out  of  the  scheme 
and  the  results  of  thevarious  tests  which  were  made.  On 
April  24th  the  Engineers  found  the  inflow  of  water  to 
the  Cold  Harbour  Reservoir  amounted  to  81,000  gallons 
per  day.  Leakages  of  over  30,000  gallons  per  day  were 
detected  ; after  the  stopping  of  these  located  leaks  the 
reservoir  filled  up  and  showed  an  overflow  at  the  rate  of 
1,800  gallons  per  hour. 

The  new  Beadlam  School  is  to  have  480  pupils  and 


6 


it  is  estimated  by  the  N.R.  County  Council  that  the  school 
will  require  2,000  gallons  of  water  per  day  to  provide 
water  for  domestic  usage,  shower  baths,  dinners  and 
laundry.  In  the  Engineers’  opinion  (on  the  basis  of 
prevous  experience)  this  estimate  is  wholly  inadequate, 
and  they  suggest  that  the  school  demand  will  be  not  less 
than  6,000  gallons  and  probably  more. 

The  daily  requirements  of  the  Area  supplied  is  esti- 
mated to  be  42,000  gallons  of  water  per  day. 

The  total  demand  will  then  be  at  least  50,000  gallons 
per  day  and  in  the  Engineers’  opinion  that  margin  of 
supply  over  demand  is  insufficient. 

Proposed  Scheme. 

To  collect  the  water  from  the  Spring  at  Bondfield 
Gill  which  was  gauged  in  August,  1937,  to  yield  36,700 
gallons  per  day,  and  convey  by  a 4”  main  along  the  line 
of  the  old  Nawton  water  course  to  the  old  Weathercote 
Reservoir,  which  would  be  repaired,  roofed  over  and  put 
back  into  commission.  The  old  4”  delivery  main  from 
this  Reservoir  would  be  utilised  to  supply  water  to 
Weathercote,  Nawton  Towers,  Skiplam  and  Wombleton, 
thus  improving  the  supply  to  Weathercote  and  Nawton 
Towers  and  relieving  the  strain  on  the  remainder  of  the 
system  which  would  continue  to  be  supplied  from  the 
Piethorne  springs.  The  two  supplies  would  however  be 
united  at  Nawton  Towers  so  that  either  source  could 
augment  the  other  in  case  of  shortage. 

The  estimated  cost  varies  according  to  the  type  of 
pipe  selected,  from  £4,410  to  £5,000. 

Water  Supply  to  Farndale  Low  Mill. 

A piped  supply  was  carried  from  a spring  at  Fair 
Weather,  Farndale  West  to  the  Low  Mill,  which  is  a dis- 
tance of  1,903  yards.  This  water  is  conveyed  by  grav- 
itation in  2”  strong  light  spun  iron  pipes.  Several  services 
were  laid  to  houses  from  the  main,  which  was  finally 
carried  to  a drinking  fountain  and  fire  hydrant  near  the 
road  bridge  at  Low  Mill.  This  work  was  done  by  con- 
tract at  a cost  of  £455/18/6. 
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Your  water  supplies  to  the  various  Parishes  continue 
to  be  satisfactory  in  quality  and  quantity. 

(ii)  Drainage  and  Sewerage. 

No  new  sewers  were  constructed  during  the  year. 
Sewer  improvement  was  carried  out  in  Laundry  Lane, 
Kirbymoorside,  where  a section  of  the  old  stone  culvert 
had  been  by-passed  for  a distance  of  thirty  yards.  The 
sewer  was  laid  down  in  18”  diameter  glazed  sanitary 
pipes. 

This  work  was  undertaken  to  overcome  a sewer 
difficulty  which  arose  in  connection  with  the  construction 
of  the  East  end  of  the  Kirbymoorside  Bye-Pass  of  the 
main  road.  The  adjustment  is  a marked  improvement 
to  the  Sewerage  Scheme  in  this  part  of  the  Town. 

Sewage  Disposal. 

The  disposal  of  sewage  in  the  Parishes  of  the  dis- 
trict, other  than  the  Parish  of  Kirbymoorside,  is  mostly 
through  Septic  Tanks,  the  effluent  from  these  being 
discharged  into  gutter  sewers. 

Sewage  Disposal  Works  at  Kirby  Mills. 

Some  alterations  and  enlargements  have  been  made 
at  these  Sewage  Works,  the  details  of  which  are  stated 
in  the  Sanitary  Inspector’s  Report. 

The  alterations  and  additions  have  materially  in- 
creased the  efficiency  of  the  Works  as  evidenced  by  the 
marked  improvement  in  the  effluent.  The  work  has  been 
undertaken  and  carried  out  by  your  Sanitary  Inspector, 
Mr.  T.  Russell,  at  an  extremely  low  cost. 

The  Plant  is  working  at  its  maximum  capacity,  but 
is  too  small  for  the  daily  load.  It  is  overworked  to  the 
extent  of  50%,  which,  if  continued,  will  ultimately  render 
the  plant  ineffectual  through  over  saturation  of  the 
filtering  media. 

The  Rotary  sprinkler  has  a normal  flow  capacity 
of  100  gallons  per  minute.  To  enable  the  sprinkler  to 
dispose  of  the  overload,  the  nipples  of  the  rotary  arms 
were  adjusted  to  permit  an  increased  flow  to  150  gallons 
per  minute. 
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2.  Rivers  and  Streams. 

There  is  no  serious  pollution  of  the  streams  within 
your  Area.  The  improved  and  re-conditioned  sewerage 
plant  at  the  Kirby  Mills  Sewas*  Farm  has  improved  the 
quality  of  the  effluent  and  there  is  now  no  pollution  of 
the  River  Dove  from  this  source. 

3.  (1)  Closet  Accommodation. 

Ten  conversions  from  earth  closets  to  water  closets 
have  been  effected  during  the  year.  Many  old  privy 
closets  still  persist  at  Kirbymoorside  ; every  effort  is 
being  made  by  your  Sanitary  Inspector  to  secure  their 
conversion  to  the  water  carriage  system. 

(ii)  Public  Cleansing. 

There  is  marked  improvement  in  the  matter  of 
public  cleansing.  A modern  motor  vehicle  has  replaced 
the  old  unsightly  and  inadequately  covered  cart.  The 
work  has  been  speeded  up  and  brought  into  line  with 
modern  sanitary  practice. 

(iii)  Sanitary  Inspection  of  the  Area. 

Statement  furnished  by  the  Sanitary  Inspector  under 
Article  27  (18)  of  the  Sanitary  Officers  Regulations,  1935 


Total  number  of  Inspections  made  297 

Total  number  of  visits  305 


THE  SANITARY  INSPECTOR’S  REPORT. 

Mr.  Chairman,  Ladies  and  Gentlemen, 

I have  the  honour  to  present  my  Report  on  the  . 
Sanitary  work  done  in  the  district  for  the  year  ending 
December  31st,  1939. 

MILK  AND  DAIRIES  ORDER,  1926. 

In  the  district  there  are  now  180  registered  cow 
keepers,  eight  having  registered  during  the  year.  I have 
made  periodical  inspections  of  the  cowsheds  in  the  dis- 
trict and  I find  that  considerable  improvement  has  taken 
place  since  my  last  report.  In  fourteen  cases  I have 
taken  samples  and  after  applying  the  Minet  Sediment 
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Test  I found  that  with  the  exception  of  one  sample  they 
were  all  clean. 

On  account  of  larger  quantities  of  milk  now  being 
sold  to  the  central  depots  I find  that  cowkeepers  are 
keeping  more  cows  and  this  tends  to  overcrowding  in  the 
cow  byres. 

HOUSING  ACTS, 

Under  the  various  Acts  I have  made  81  inspections 
and  have  found  the  usual  23  houses  which  do  not  comply 
with  the  Acts.  It  will  be  remembered  that  owing  to  the 
commencement  of  the  war  the  closing  orders  which  were 
about  to  be  served  on  the  owners  of  the  property  were 
withdrawn. 

The  Bakehouses  and  Slaughterhouses  have  been 
visited  periodically  during  the  year  and  found  satis- 
factory. 


MEAT  INSPECTION. 

One  new  slaughter  house  has  been  licensed  during 
the  year. 

During  the  latter  part  of  the  year  the  slaughter  of 
animals  has  taken  place  at  a central  slaughterhouse  at 
Malton. 

FUMIGATIONS  AFTER  INFECTIOUS  DISEASES. 

The  Junior  School  at  Kirbymoorside  was  fumigated, 
as  were  15  houses  after  cases  of  Scarlet  Fever. 

SEWAGE  DISPOSAL  AT  KIRBY  MILLS. 

The  Sedimentation  Tank  has  been  enlarged  and  the 
Sludge  Tank  has  also  had  minor  alterations  made  to  it. 

There  is  now  no  water  logging  of  the  Sewage  Farm, 
since  the  laying  of  60  yards  of  12”  outfall  pipe  from  the 
filter  to  the  stream,  which  replaced  the  existing  5”  pipe. 

The  filter  bed  has  had  the  whole  of  the  media  turned 
over  and  the  silt  removed,  an  additional  50  tons  of  media 
has  been  added.  The  filter  bed  has  now  been  enclosed 
by  circular  concrete  curbs  so  as  to  prevent  the  washing 
of  the  surrounding  earth  into  the  filter  bed. 
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The  effluent  from  the  disposal  works  is  very  good  at 
the  moment,  but  the  plant  is  working  to  its  full  capacity. 
If  in  future  more  sewage  has  to  be  dealt  with,  further 
enlargements  and  alterations  will  have  to  be  made  at  the 
disposal  works  in  order  to  cope  with  the  extra  daily  flow. 

SEPTIC  TANKS. 

During  the  year  14  private  septic  tanks  have  been 
installed  where  sewage  has  been  put  on  to  the  water 
carried  system  and  4 conversions  from  Earth  Closets  po 
the  Pail  system. 

HOUSE  REFUSE  COLLECTION  AND  DISPOSAL. 

In  the  parish  of  Kirbymoorside  house  refuse  is  col- 
lected on  two  days  in  each  week.  This  refuse  is  disposed 
of  at  the  Council’s  Tip  in  Gillamoor  Road  which  is  now 
on  the  Controlled  Tipping  System.  This  system  obviates 
the  likelihood  of  vermin  being  able  to  live  there. 

Since  serving  notices  on  owners  of  property  to 
supply  sanitary  dust  bins,  which  has  been  done  in  most 
cases,  the  system  of  collection  is  more  hygienic.  The 
remaining  parishes  of  the  district  have  no  regular  means 
of  refuse  collection,  but  it  is  left  for  the  householder  to 
dispose  of  his  refuse  at  the  village  dumps.  These  dumps 
I am  endeavouring  to  work  on  the  system  of  controlled 
tipping. 

Mr.  Chairman,  Ladies,  and  Gentlemen, 

I have  the  honour  to  remain, 

Your  obedient  servant, 

THOMAS  RUSSELL. 


(iv)  Shops  and  Offices. 

Regular  inspections  were  made  during  the  year 
under  the  provisions  of  the  Shops  Act,  1934.  With  refer- 
ence to  ventilation  and  temperature  of  shops  and  to 
sanitary  convenience  under  the  Public  Health  Act  1936 
respectively. 

(v)  Smoke  Abatement. 

No  action  was  taken. 
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(vi)  Swimming  Baths  and  Pools. 

There  are  no  Public  or  Privately  owned  Pools  or 
swimming  baths  in  the  area. 

(vii)  Eradication  of  Bed  Bugs. 

No  action  has  been  required. 

4.  Schools. 

The  Public  Elementary  Schools  were  inspected 
periodically.  The  Sanitary  conditions  and  water  supplies 
were  found  to  be  satisfactory. 

I beg  to  acknowledge  my  indebtedness  to  the  Head 
Teachers  for  their  assistance  and  help  in  the  prevention 
of  the  spread  of  disease  in  the  schools  and  for  their  vigil- 
ance and  care  in  early  recognition  of  symptoms  of 
infectious  disease.  Their  prompt  notification  of  such 
cases  has  materially  assisted  in  the  prevention  of  the 
spread  of  disease. 

OTHER  SANITARY  CONDITIONS  REQUIRING 
NOTE. 

Public  Lavatory  Accomodation. 

It  is  a matter  of  regret  that  Kirbymoorside  is  still 
without  Public  Lavatory  facilities.  Nineteen  years  ago 
I drew  the  Council's  attention  to  the  urgent  necessity  of 
making  such  provision  and  I have  annually  stressed  its 
importance.  In  1935  the  Council  decided  to  build  a 
lavatory  when  plans  submitted  by  the  Sanitary  Inspector 
were  approved.  Difficulty  in  procuring  a suitable  site 
prevented  the  scheme  materializing.  Under  present 
conditions,  the  provision  of  a Public  Lavatory  at  Kirby- 
moorside is  an  absolute  necessity.  Local  prejudice  must 
not  be  allowed  to  interfere  with  the  selection  of  a site. 

SECTION  D. 

HOUSING. 

The  Council  have  not  built  any  new  houses  during 
the  past  year,  but  the  plans  and  specifications  were  pre- 
pared and  Tenders  received  for  the  building  of  a further 

6 houses  at  Nawton  and  28  houses  at  Kirbymoorside. 


12 


Owing  to  the  outbreak  of  war,  building  operations  had  to 
be  suspended. 

Building  by  private  enterprise  in  the  district  consist- 
ed of  one  new  hotel,  one  new  slaughter-house  and 
Butcher’s  Shop,  and  four  new  houses.  There  were  three 
conversions  of  old  buildings  to  dwelling  houses,  and  five 
houses  were  reconditioned  with  the  aid  of  the  County 
Council  Grant. 

HOUSING  STATISTICS. 

1.  Inspection  of  Dwelling  houses  during  the  year. 

(1)  (a)  Total  number  of  dwellinghouses  inspected 

for  housing  defects  (under  Public  Health 
or  Housing  Acts)  30 

(b)  Number  of  inspections  made  for  purpose....  51 

(2)  (a)  Number  of  houses  (included  under  sub  head 

(1)  above)  which  were  inspected  and 
recorded  under  the  Housing  Consolidated 


Regulations,  1925  15 

(b)  Number  of  inspections  made  for  purpose  ....  29 

(3)  Number  of  dwelling  houses  found  to  be  in  a 
state  so  dangerous  or  iujurious  to  health  as  to 
be  unfit  for  human  habitation  18 


(4)  Number  of  dwelling  houses  (exclusive  of  those 
referred  to  under  the  preceding  sub  head) 
found  not  to  be  in  all  respects  reasonably  fit 
for  human  habitation  20 

2.  Remedy  of  defects  during  the  year  without  service 
of  Formal  notice. 

Number  of  defective  dwelling  houses  rendered 
fit  in  consequence  of  informal  action  by  the 
Local  Authority  and  their  Officers  5 

3.  Action  under  Statutory  Powers  during  the  year. 

(A)  Proceedings  under  Sections  9,  10  and  16  of 
the  Housing  Act,  1936 : — 

(1)  Number  of  dwelling  houses  in  respect  of 
which  notices  were  served  requiring  repairs  12 

(2)  Number  of  dwelling  houses  which  were 
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rendered  fit  after  service  of  formal  notices : — - 

(a)  By  owners  7 

(b)  By  local  authority  in  default  of  owners  nil 

(B)  Proceedings  under  Public  Health  Acts: — 

(1)  Number  of  dwelling  houses  in  respect  of 
which  notices  were  served  requiring  defects 

to  be  remedied  7 

(2)  Number  of  dwelling  houses  in  which  defects 
were  remedied  after  service  of  formal 
notice : — 

(a)  By  Owners  7 

(b)  By  local  authority  in  default  of  owners  nil 

(C)  Proceedings  under  Sections  11  and  13  of 
the  Housing  Act,  1930  : — 

(1)  Number  of  dwelling  houses  in  respect  of 

which  demolition  orders  were  made  nil 

(2)  Number  of  dwelling  houses  demolished  in 

pursuance  of  demolition  orders  nil 

(D)  Proceedings  under  Section  12  of  the  Hous- 
ing Act,  1936  : — 

(1)  Number  of  separate  tenements  or  under- 

ground rooms  in  respect  of  which  closing 
orders  were  made,  the  tenement  or  room 
having  been  rendered  fit  nil 

(2)  Number  of  separate  tenements  or  under- 

ground rooms  in  respect  of  which  closing 
orders  were  determined,  the  tenement  or 
room  having  been  rendered  fit  nil 

4.  Housing  Act,  1936— Part  iv. — Overcrowding. 

(a)  (i)  Number  of  dwellinghouses  overcrowded  at 

the  end  of  the  year  7 

(ii)  Number  of  families  dwelling  therein  7 

(iii)  Number  of  persons  dwelling  therein  42 

(b)  Number  of  new  cases  of  overcrowding 

reported  during  the  year  3 

(c)  (i)  Number  of  cases  of  overcrowding  relieved 

during  the  year  nil 

(ii)  Number  of  persons  concerned  in  such  cases  12 

(d)  Particulars  of  any  cases  in  which  dwelling 
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houses  have  again  become  overcrowded 


after  the  local  authority  have  taken  steps 
for  the  abatement  of  overcrowding  nil 

(e)  Any  other  particulars  with  respect  to  over- 
crowding conditions  nil 


SECTION  £. 

INSPECTION  AND  SUPERVISION  OF  FOOD. 

(a)  Milk  Supply. 

There  are  180  Milk  producers  in  the  area. 

120  inspections  were  made  under  the  Milk  and 
Dairies  order  1926,  and  the  Milk  (Special  Designations) 
orders  of  1936  and  1938. 

Samples  of  milk  were  taken  from  time  to  time  for 
bacteriological  content,  and  also  for  the  Minet  test  for 
dirt. 


In  one  case  the  sample  proved  dirty.  The  producer 
was  informed  of  the  result  of  the  test,  and  the  impor- 
tance of  cleanliness  in  the  handling  of  Milk  was  im- 
pressed upon  him.  Subsequent  samples  were  found  to  be 
free  from  dirt. 

(b).  Meat  and  other  foods. 

One  new  slaughterhouse  and  Butcher’s  shop  was 
licenced. 

There  are  now  15  licenced  slaughterhouses  in  the 
area.  During  the  latter  part  of  the  year  Communal 
Slaughtering  was  imposed. 

All  slaughtering  of  animals  for  your  District  is  now 
done  at  Malton.  The  Meat  being  conveyed  from  Malton 
in  an  insulated  Meat  Van.  The  Meat  is  inspected  each 
week  on  its  arrival  and  has  been  found  to  be  wholesome 
with  the  exception  of  some  liver  offal  which  was  con- 
demned and  returned. 

Butcher’s  Shops,  Fried  Fish  Shops,  Food  Stalls  and 
Food  Vehicles  were  regularly  inspected  and  kept  under 
observation.  They  were  invariably  found  to  be  clean  and 
well  kept.  The  food  was  found  to  be  wholesome. 
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(c)  Adulteration  &c., 

No  action  has  been  necessary  under  the  Food  and 
Drugs  Adulteration  Act,  1938,  the  Artificial  Cream  Act, 
1929,  the  Public  Health  (Condensed  Milk)  Regulations, 
1923  and  1927  and  the  Public  Health  (Dried  Milk)  Reg- 
ulations, 1923  and  1927,  and  the  Public  Health  (Preserv- 
atives &c.,  in  Food)  Regulations,  1925  and  1927,  and  the 
Public  Health  (Preservatives  &c.,  in  Food)  Regulations 
1925  to  1939. 


SECTION  F. 

PREVALENCE  OF  AND  CONTROL  OVER 

INFECTIOUS  DISEASES, 

Twelve  cases  of  Infectious  Diseases  were  notified 
during  the  vear  compared  with  32  in  1938.  Eleven  cases 
of  Scarlet  Fever  were  notified.  No  Deaths.  They  were 
of  a mild  type.  Streptococcal  sore  throat  was  prevalent 
during  the  Spring  and  Autumn. 

Puerperal  Disease. 

One  case  ofPuerperal  Pyrexia  was  reported. 

Hospital  accomodation  for  cases  of  Infectious  Disease. 

By  arrangement,  cases  of  Scarlet  Fever  and  Diphth- 
eria are  admitted  to  the  Infectious  Diseases  Sanatorium, 
Burniston,  Scarborough  where  the  accomodation  is 
limited.  Frequently  I was  unable  to  obtain  beds  there, 
however,  through  the  courtesy  and  kindness  of  the 
Medical  Officer  of  Health  for  York,  such  cases  were 
admitted  into  the  York  Fever  Plospital.  Where  efficient 
isolation  is  possible  Patients  invariably  are  treated  in 
their  own  homes. 

Artificial  immunization  against  diphtheria  and  scarlet 
Fever  has  been  and  is  being  done  in  the  district.  Full 
use  has  been  made  of  the  facilities  provided  by  the 
Council  for  the  bacteriological  examination  of  throat 
swabs.  Liberal  supplies  of  Scarlet  Fever  anti-strept- 
ococcal vaccine  and  anti-diphtheritic  Serum  were  used 
for  immunisation  and  prophlaxis.  Measles  Serum  was 
administered  for  attenuation  and  prophlaxis.  Whooping 
Cough  Vaccine  was  administered  with  some  success. 
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Full  use  has  been  made  of  the  Schick  and  Dick  tests. 

Total  Cases  Cases  admitted  Total 


Disease.  Notified.  to  Hospital.  Deaths. 

Scarlet  Fever  11  5 Nil 

Puerperal  Pyrexia  1 0 1 


ANALYSIS  OF  TOTAL  NOTIFIED  CASES  UNDER 
AGE  GROUPS  AND  PARISHES. 


Disease 
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1 1 2 
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Scarlet  Fever — — — —111413  9 — 1 1 

Puerperal  Pyrexia  ..  ..  — — — -- 1 — 1 — — 

Totals  — - — - 1 11  4 14  9 1 I T 

Cancer. 

Two  deaths  were  registered  due  to  Cancer  during 
the  year  as  compared  with  six  during  the  previous  year. 

Prevention  of  Blindness. 

No  action  was  necessary  under  Section  66  of  the 
Public  Health  Act,  1925. 


Tuberculosis. 

No  action  was  found  necessary  under  the  Public 
Health  (Prevention  of  Tuberculosis)  Regulations  1925, 
relating  to  persons  suffering  from  pulmonary  tubercul- 
osis employed  in  the  Milk  Trade  or  under  Section  172  of 
the  Public  Health  Act,  1936. 


NEW  CASES  AND  MORTALITY  DURING  1939. 

A-<e  Period  New  Cases  Deaths 

Respiratory  Non -Respiratory  Respiratory  Non  Respiratory 


35  to  45  M F 

65  & upwards  1 — 

Total  ...  1 


F 


M F M P 


1 


1 


1 
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CAUSES  OF  DEATH. 

Causes  of  Death.  Male  Female. 

All  causes  38  25 

Tuberculosis  Pulmonary  2 

Non-Pulmonary  - 1 

Cancer  1 1 

Diabetes  1 1 

Cerebral  Haemorrhage  1 1 

Heart  Disease  15  7 

Other  Circulatory  Diseases  1 2 

Bronchitis  2 

Pneumonia  (All  forms)  2 2 

Other  Respiratory  Diseases  ....  - 1 

Diseases  of  the  Liver  other  than 

Cirrhosis  1 

Nephritis,  Acute  and  Chronic  ....  1 1 

Puerperal  Sepsis  - 1 

Other  Puerperal  Diseases  - 1 

Congenital  Debility,  \ t,  t, 

Premature  Birth  &c.,  / 

.Senility  2 1 

Violence  2 1 

Other  defined  diseases  3 1 

111  defined  Diseases  - 1 


Total 

63 

2 

1 

2 

2 

2 

22 

3 
2 

4 
1 

1 

2 

1 

1 

6 

3 

3 

4 

1 


Air  Raid  Precautions. 

The  casualty  services  for  A.R.P.  purposes  have  been 
organised  by  the  County  Council  under  the  Air  Raid  Pre- 
cautions Act,  1937  That  body  being  responsible  for  a 
scheme  to  provide  an  efficient  Medical  organisation  for 
the  treatment  of  Air  Raid  Casualties. 


Casualties. 

The  local  Services  are : — 

1st.  One  First  Aid  Party  allocated  to  Kirbymoorside, 
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2nd.  Three  First  Aid  Points. 

A First  Aid  Point  is  a place  in  a village  where  a First 
Aid  Box  is  located  and  available  for  treatment  of 
minor  injuries.  The  person  responsible  being  a 
District  Nurse  or  a person  or  persons  trained  in  First 
Aid. 

The  Home  Office  provided  and  allocated  a First 
Aid  Box  to  the  following  villages — 1.  Nunnington, 
2.  Nawton,  3.  Wombleton. 

3rd.  A Mobile  First  Aid  Post. 

Ten  such  posts  are  scheduled  for  the  North  Riding, 
one  being  located  at  Kirbymoorside  for  Service  in 
the  District,  or  the  Riding,  or  beyond  in  the  case  of 
necessity. 

It  is  fully  equipped  for  any  emergency  and  has  the 
following  personnel. — Casualty  Surgeon,  Casualty 
Officer,  1 trained  Nurse,  12  V.A.D.  Nurses,  and  2 
Drivers  working  on  a rota  system. 

The  actual  vehicle  is  convertable  (in  seven  min- 
utes) into  a fully  equipped  operating  Theatre,  lighted 
electrically  with  a sterilizing  system,  and  carries  40 
gallons  of  water  heated  with  Calor  Gas. 

This  mobile  unit  is  capable  of  dealing  efficiently 
with  urgent  cases. 

4th.  Ambulance  Transport. 

There  are  two  ambulances  allotted  to  your  area  and 
located  at  Kirbymoorside.  They  are  equipped  with 
four  and  three  stretchers  respectively,  together  with 
the  necessary  blankets.  There  are  two  drivers  and 
a V.A.D.  to  each  vehicle.  Two  motor  cars  have  been 
allocated  for  sitting  cases. 

5th.  Hospitals. 

The  provision  of  adequate  Hospital  accomodation  is 
the  responsibility  of  the  Ministry  of  Health.  The 
Yorkshire  Children’s  Orthopaedic  Hospital  has  been 
scheduled  for  use  as  a Base  Hospital  for  both  Milit- 
ary cases  and  Civil  air  raid  casualties, 
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6th.  Personnel. 

The  necessary  volunteers  required  for  these  Services 
have  been  recruited  from  Kirbymoorside  and  the 
various  villages  in  the  Area. 

The  number  of  volunteers  for  the  casualty  services 
is  fairly  satisfactory,  although  much  difficulty  was 
experienced  in  securing  the  full  complement  re- 
quired, due  to  the  lack  of  numbers  available,  bearing 
in  mind  the  call  of  the  various  other  National  Ser- 
vices. 

7th.  Training. 

The  deficiency  in  trained  personnel  has  has  been  met 
by  substanial  development  in  the  training  of  person- 
nel. Courses  in  First  Aid  and  Nursing  under  the 
auspices  of  the  British  Red  Cross  Society  together 
with  short  courses  in  First  Aid  were  organised  in  the 
various  villages.  A scheme  was  established  for  the 
traning  of  Ambulance  Drivers.  The  Volunteers 
were  given  instructions  in  driving  over  difficult 
country  by  day  and  under  black-out  conditions.  In 
addition  the  First  Aid  Party  and  the  Ambulance  Per- 
sonnel are  to  receive  instruction  in  anti-gas  and 
Voluntary  Aid. 

8th.  Eqipment. 

There  was  some  delav  in  securing  equipment  when 
the  services  were  initiated,  this  has  been  overcome 
during  the  current  year  and  the  equipment  is  now 
almost  complete. 

As  the  Kirbymoorside  area  is  a very  wide  and 
scattered  one,  the  Council  acting  on  my  recommend- 
ation and  after  consultation  with  the  A.R.P.  Oofficer, 
provided  additional  First  Aid  Boxes.  These  have 
been  distributed  throughout  the  district  at  the  foll- 
owing places 

Appleton-le-Moors,  Farndale,  Church  Houses,  Low 
Mill,  Bransdale,  Gillamoor,  Great  Edstone,  Hutton- 
le-Hole,  Lastingham,  Ness,  Salton  and  Welbourn. 
By  arrangements  with  Dr.  Scott  the  Medical  Officer 
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of  Health  to  the  Pickering  Rural  District  Council, 
Kirbymoorside  will  be  responsible  for  the  Casualty 
Services  at  Sinnington,  Marton  and  Normanby.  This 
was  considered  more  convenient  and  satisfactory 
owing  to  the  geographical  position  of  these  Parishes. 
The  success  of  the  Casualty  Services  depends  on  the 
provision  of  an  efficiently  trained  personnel.  Full 
and  short  courses  of  Lectures  and  Demonstrations 
have  been  given  throughout  your  District. 

FACTORIES  ACT,  1937. 

Factories,  Workshops  and  Workplaces  have  been 
periodically  visited  and  kept  under  observation.  They 
have  invariably  been  found  to  be  well  Lime  washed  and 
Clean. 


T.  WALSH  TETLEY. 
Medical  Officer  of  Health. 


